TONNAGE AT PORTS IN IRELAND. 



RETURN to an Order of the Honourable The House of Commons, 
dated 23 May 187 6-,— for. 



RETURN “ of the Tonnage Entering the Ports or Harbours of Belfast , 
Cork, Derry, Dublin , Galway , Limenck, and Waterford respectively, for 
the Years 1862, 1863, 1864, and 1865 ; and also for the Years 1872, 1873, 
1874, and 1875, in the following Form: — 



Belfast. 





Tonnage Entered. 


Tonnage of Vessels 




Years. 


From Foreign Countries and 
British Possessions. 


Coasting. 


calling for Orders, Passengers, 
and Mails. 


Total. 


1802 

1863 

1864 
1866 










1872 

1873 

1874 

1875 











Cork, &c. 



(Mr. Murphy .) 



Ordered, by The House of Commons, to be Printed, 

1 1 July 1876. 
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RETURN RELATING TO THE TONNAGE AT PORTS IN IRELAND. 



RETURN of the Tonnage Entering the Ports or Harbours of* Belfast, Cork, Derry, 
Dublin, Galway, Limerick , and Waterford respectively, for the Years 1862, 1863, 1864 
and 1865 ; and also for the Years 1872, 1873, 1874, and 1875. 



PORTS or HARBOURS. 


YEARS. 


Tonnage Entered. j 


Tonnage of 
Vessels calling 
for Orders, 
Passengers, and 
Mails. 


Total. 


From Foreign 
Countries 
and British 
Possessions. 


Coasting. 






Tons. 


Tons. 


Tons. 


Tons. 


Belfast ... 


186-2 


86,008 


874,913 


No Return. 


— 




1863 


87,401 


969,916 


1,067 


1,058,384 




1864 


i ° 88,002 


936,925 


No Return. 


— 




1866 


° 79,301 


1,076,265 


No Return. 


- 




1872 


° 151,809 


1,114,555 


No Return. 







1873 


° 144,845 


f 1,285,292 


47,919 


1,478,056 




1874 


° 160,638 


1 1,288,263 


85,962 


1,534,863 




1876 


0 184,347 


f 1,427,264 


53,289 


1,664,900 


Cork - - _ - 


1862 


122,250 


345,477 


1 






1863 


115,634 


378,511 


' f No Returr 
] 






1864 


0 73,718 


357,911 






1865 


0 91,862 


368,874 








1872 


° 189,403 


505,557 


2,139,792 


2,834,752 




1873 


° 138,145 


f 513,040 


2,216,378 


2,867,563 




1874 


0 148,030 


t 446,157 


2,652,296 


3,246,483 




1875 


° 178,587 


t 519,481 


2,672,950 


3,871,018 


Londonderry 


1862 


54,879 


200,725 


140,442 


396,046 




1863 


66,240 


193,095 


133,209 


382,544 




1864 


c 35,261 


194,222 


148,624 


378,107 




1865 


° 38,597 


191,051 


166,278 


395,926 




1872 


° 57,311 


218,723 1 


393,(525 


669,659 




1873 


° 47,008 


f 21 7,643 


469,450 


734,101 




1874 


0 40,726 


f 209,818 


404,332 


654,876 




1875 


° 43,940 


t 231,133 


394,674 


669,747 


Dublin - 


1862 


161,315 


1,002,533 


nil 


1,163,848 




1863 


135,566 


970,066 


1,092 


1,106,724 




1864 


o 117,203 


1,040,514 


nil 


1,157,717 




1865 


o 141,234 


1,197,571 


7,562 


1,346,367 




1872 


• 266,724 


1,330,241 


12,182 


1,609,147 




1873 


o 249,036 


f 1,803,166 


2,443 


2,054,645 




1874 


° 241,077 


1 1,735,703 


nil 


1,976,780 




1875 


° 261,465 


1 1,804,185 


nil 


2,076,650 
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RETURN RELATING TO THE TONNAGE AT PORTS IN IRELAND. 3 



PORTS OR HARBOURS. 




Tonnage Entered. 


Tonnage of 
Vessels calling 
for Orders, 
Passengers, and 
Mails. 


Total. 


YEARS. 


From Foreign 
Countries 
and British 
Possessions. 


Coasting. 






Ton' ?. 


Tons- 


Tons. 


Tons. 


Galway ... 


1862 


1 4,373 


17,308 


3,848 


85,529 




1863 


19,267 


10,767 


25,391 


55,425 




1864 


* 14,887 


8,639 


10,161 


33,687 




1865 


* 18,762 


7,793 


1,009 


27,564 




1R72 


* 13,734 


14,131 


nil 


27,865 




1873 


* 21,259 


f 15,121 


nil 


36,380 




1874 


* 18,088 


f 17,272 


- nil 


35,360 




1875 


* 19,676 


f 16,894 


nil 


36,570 


Limerick - 


1862 


59,961 


66,368 


nil 


126,329 




1803 


52,582 


62,813 


- nil - 


115,395 




1864 


* 33,767 


59,858 


- nil - 


93,625 




1865 


*38,815 


54,088 


nil 


92,903 




1872 


* 62,686 


52,121 


nil 


114,806 




1873 


* 70,364 


f 55,781 


- nil 


126,145 




1874 


*61,578 


f 52,478 


nil 


114,056 




1876 


* 67,954 


f 70,959 


nil 


138,913 


Waterford - 


1862 


59,916 


332,513 


4,793 


397,221 




1863 


60,254 


348,263 


5,174 


413,691 




1864 


* 30,446 


337,787 


999 


369,231 




1865 


* 53,761 


364,232 


3,034 


421,027 




1872 


* 85,956 


409,687 


nil 


495,643' 




1873 


*64,731 


f 387,935 


- nil 


452,666 




1874 


*70,305 


f 427,277 


nil 


497,582- 




1875 


* 69,714 


f 461,835 


1,029 


632,578 



• From 1863 the tonnage of shipping in the direct trade only between Irish and foreign ports is included. 

t Until 1873. coasting vessels carrying the following articles were omitted in the coasting trade, viz. : coal ashes 
soap, ashes for manure, bavins for bakers’ use, bones intended solely for manure, bricks, chalk, chimney and flower 
nots and draining tiles and pipes made of clay, china and other clay, clippings of granite, raw coprolites, fa D gots, 
Five fish flints nicked off land, gravel, liay, iron ore and stone, kelp, lime, fresh meat, empty packages, pebbles, sand, 
Stes BiS qu^ied stones, Saw, British tiles, British timber and wood intended for pit props and sleepers for 
railways; and the tonnage given is exclusive of that of vessels in ballast. 

iThe tonnage of vessels calling for orders, &c., at Cork, in these years, cannot be given by the Customs authorities. 
It appears, however, from a return made in 1 8G4 by the Lighthouse Department Ballast Office, Dublin Pail.amentary 
PaDer Sees 1804 No. 245), that the total tonnage entering Cork Harbour in the year ending September 1862, and 
pSlhiduS was 907,905 tons, and in thenar ending September 1863, OSS ,768 tons of which the oversea 
tonnage reckoned at Queen’s Town, corresponding with the tonnage of vessels calling for ordeis, &c., was 487,709 
tons and 480,635 tons respectively. 
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TONNAGE AT PORTS IN IRELAND. 



RETPRN of the Tokhaoe Entering the Ports 
or Harboubs of Belfast, Cork, Derry, Dublin, 
Galway, Limerick, and Waterford respectively, 




(Mr. Murphy.) 
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